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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 03777 141535Z 

41 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 L-03 CIAE-00 INR-07 NSAE-00 /028 W 

064291 

R 141320Z APR 76 
FM AMEMBASSY TEHRAN 
TO SECSTATE WASHDC 6503 
INFO USDOC WASHDC 

UNCLAS TEHRAN 3777 

E.O. 11652: N/A 
TAGS: BTIO, ECRE, IR 

SUB J : MAJOR PROJECT: EARLY WARNING FOR POSSIBLE LAR DAM POWER 
HOUSE 

1 . EMBOFF WAS INFORMED THAT FINAL DECISION WILL BE MADE LATER 
THIS IRANIAN YEAR (MARCH 21, 1976-MARCH 20, 1977) WHETHER OR 
NOT TO AUTHORIZE LETTING A TENDER FOR SUPPLY, ERECTION, AND 
EQUIPMENT OF SECOND POWER STATION FOR 46 MW AT THE LAR MIL- 
TIPURPOSE DAM BEING BUILT BY TEHRAN REGIONAL WATER BOARD 
(TRWB). INTERESTED AMERICAN CONTRACTORS MUST BE REGISTERED 
WITH PLAN AND BUDGET ORGANIZATION, KUSHK AVENUE, TEHRAN, IRAN, 
TO PREQUALIFY. FIRMS MAY ALSO COMMUNICATE WITH TEHRAN REGIONAL 
WATER BOARD, ATTN: MR. ALIREZA OMOUMI. PROJECT MANAGER, 
MEIDAN-BIST-O-CAHAR (BETWEEN SHAH RF.Z.A AND EISENHOWER AVENUES) 
24. ESFAND, 5TH FLOOR (NEXT TO BANK OF TEHRAN) TEHRAN OR CON- 
SULTING ENGINEER, SIR ALEXANDER 8??, ATTN: MR. PYE, AVENUE 
BUCHAREST, 14TH STREET, #32, TEHRAN, IRAN, TELEPHONE: 626226, 

626871, 624595. 

2. EMBASSY HAS ALERTED LOCAL FIRMS. 

HELMS 
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